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E.O. 11652N/A 
TAGS: BENC, NATO, UK 

SUBJECT: MAJOR PROJECTS - RAF LEMMING, RAF FINNEINGLY 

1 . TEXT OF ICB NOTICE RECEIVED FROM DEFENSE SECRETARIAT 
INVITING RESPONSES VIA EMBASSY WITHIN FOUR WEEKS OF REC- 
EIPT: 


'AIRCRAFT SUPPORT FACILITIES - BULK FUEL STORAGE AT RAF 
LEEMING". 

I. RAF LEEMING IS SITUATED IN THE COUNTY OF NORTH YORK 
SHIRE APPROXIMATELY 25 KM SOUTH OF THE TOWN OF DARLING- 
TON. 

H. THE WORKS COMPRISE: 

A. THE CONSTRUCTION OF 2 NO. 1250 M3 VERTICAL STEEL 

BULK FUEL STORAGE TANKS ENCASED IN REINFORCED CONCRETE 
AND FULLY MOUNDED OVER WITH EARTH. ALSO THE ADJACENT 
CONSTRUCTION OF 2 NO. PUMP HOUSES. 2 NO. STANDBY GENE- 
RATOR SET HOUSES AND 2 NO. CONTROL HOUSES. THE CONTRAC- 
TOR WILL BE RESPONSIBLE FOR THE DESIGN OF THE STEEL TANK 
AND THE SUPPLY AND INSTALLATION OF OUMPS, VALVES, OIPE- 
WORK, STANDBY GENERATOR SET, CONTROL GEAR, FUEL DISPENS- 
ING, EQUIPMENT ETC. 

B. THE CONSTRUCTION OF A STEEL PIPELINE 500M LONG ACROS 
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RAF LEEMING CONNECTING THE TWO STORAGE TANKS. 

C. THE CONSTRUCTION OF ASSOCIATED ROADS, DRAINAGE, 
FENCING, WATER SUPPLIES, EMERGENCY WATER STORAGE TANKS, 
ELECTRIC MAINS DISTRIBUTION. LIGHTNING CONDUCTORS, STR- 
EET LIGHTING AND FIRE ALARM INSTALLATION. 

HI. THE ESTIMATED VALUE OF THE PROJECT IS 2.5 MILLION 
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POUNDS STERLING. 

IV. IT IS EXPECTED THAT TENDERS FOR THE ABOVE WORKS 
WILL BE INVITED DURING FEBRUARY 1979 WITH A WORK START 
DURING JULY 1979. 

V. FIRMS EXPRESSING INTEREST IN THIS PROJECT WILL BE 
REQUIRED TO COMPLETE A QUESTIONNAIRE ON THEIR FINANCIAL 
AND TECHNICAL ABILITY TO CARRY OUT THE WORK. 

VI. ANY ADDITIONA INFORMATION REQUIRED MAY BE OBTAINED 
FROM: MR. H. P. WEBBER, PROPERTY SERVICES AGENCY, DEPART 
MENT OF THE ENVIRONMENT, DW(AIR)RM. B714, WHITGIFT 
CENTRE, WELLESLEY ROAD, CROYDON, CR9 3LY. TEL: 01-686- 
8710 EXT. 3735 

2. "AIRCRAFT SUPPORT FACILITIES AT RAF FININGLEY" 

I. RAF FININGLEY IS SITUATED IN THE COUNTY OF SOUTH 
YORKSHIRE APPROXIMATELY 10 KM TO THE EAST OF THE TOWN 
OF DONCASTER. 

II. THE WORKS COMPRISE:- 

A. THE CONSTRUCTION OF 15 NO REINFORCED CONCRETE STOR 
AGE BUILDINGS APPROXIMATELY 20 X 8 X 5 M HIQH, FULLY 
MOUNDED OVER WITH EARTH, FITTED WITH HEAVY STEEL DOORS 
AND INCLUDING LIGHTING AND LIGHTNING CONDUCTOR INSTAL- 
LATION. 

B. THE CONSTRUCTION OF A REINFORCED CONCRETE LIQUID 
OXYGEN STORAGE BUILDING APPROXIMATELY 8 X 7 X 5M HIGH 
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FITTED WITH HEAVY STEEL DOORS AND INCLUDING LIGHTING, 
VENTILATION AND LIGHTNING CONDUCTOR INSTALLATION. 

C. THE CONSTRUCTION OF A 500 M3 VERTICAL STEEL BULK 
FUEL STORAGE TANK ENCASED IN REINFORCED CONCRETE AND 
FULLY MOUNDED OVER WITH EARTH, ALSO THE ADJACENT CON- 
STRUCTION OF A PUMP HOUSE, STANDBY GENERATOR SET HOUSE 
AND CONTROL HOUSE. THE CONTRACTOR WILL BE RESPONSIBLE 
FOR THE DESIGN OF THE STEEL TANK AND THE SUPPLY AND 
INSTALLATION OF PUMPS. VALVES, PIPEWORK, STANDBY GENE- 
RATOR SET, CONTROL GEAR, FUEL DISPENSING EQUIPMENT, 

ETC. 

D. THE CONSTRUCTION OF ASSOCIATED ROADS, DRAINAGE, 
FENCING, WATER SUPPLIES, EMERGENCY WATER STORAGE TANKS, 
ELECTRIC MAINS DISTRIBUTION, STREET LIGHTING AND FIRE 
ALARM INSTALLATION. 

in. THE ESTIMATED VALUE OF THE PROJECT IS 1.5 MILLION 
POUNDS STERLING. 

IV. IT IS EXPECTED THAT TENDERS FOR THE ABOVE WORKS 
WILL BE INVITED DURING JANUARY 1979 WITH A WORK START 
DURING MAY 1979. 

V. FIRMS EXPRESSING INTEREST IN THIS PROJECT WILL BE 
REQUIRED TO COMPLETE A QUESTIONNAIRE ON THEIR FINANCIAL 
AND TECHNICAL ABILITY TO CARRY OUT THE WORK. 
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/ VI. ANY ADDITIONAL INFORMATION REQUIRED MAY BE OBTAINE 
FROM: MR. H. P. WEBBER, PROPERTY SERVICES AGENCY, 
DEPARTMENT OF THE ENVIRONMENT, DW(AIR), ROOM B714, 
WHITGIFT CENTRE, WELLESLEY ROAD, CROYDON CR9 3LY. 

TEL: (01-686-8710), EXT. 3735" 
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